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Table I 



HUMECTANT 

LEVELS IN 

FILLER BY COMPANY, FALL, 1974 




WEIGHT 

r % 


Propylene 

Glycol 

Glycerin. 

Triethylene 

Glycol 

Sorbitol 

1,3-Butanediol 

TOTAL 

American. 

0.8 

2.3 

— 

— 

— 

3.1 

Brown & Williamson 

1.4 

1.5 

— 

— 


2.9 

Liggett & Myers 

0.2 

1.2 

— 

— 

—. 

1.4 

Lorillard 

0.5 

1.2 

— 

CO 

i* 

o 

0.5 

3.0 

PM lip Morris 

1.4 

1.3 

0.5 

— 

— 

3.2 

Reynolds 

0.8 

1.9 

— 

— 

— 

2.7 


Source: https://www.industrydocuments.ucsf.edu/docs/rkpk0001 



